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Institution submits a tape with the wrong award year in positions
27-28 of the data header record.

The only valid entry for the 1988-89 award year is ' 89' . Our
processing of your tape STOPS if you use the wrong "Ending Year of
Award Year" in the data Header record. We may return your tape for
correction and resubmission if the award year is incorrect or
inconsistent with your IPS and/or RDE Transmittal.

Institution submits incorrect a\nd/or incomplete RDE Transmittal
Forms.

Special handling is required when the information on your tape or the
specifications used to generate the tape differ from what you enter
on your RDE Transmittal Form. Your Transmittal should accurately
present the information we need to access the data on your tape. You
must enter the specifications used to generate the tape (i.e.,
labeled/unlabeled, blocking factor, etc.) correctly on the
Transmittal. All items must be completed. For labeled tapes, the
data set name and the volume-serial number cited on the Transmittal
must match the data set name and volume-serial in the internal label
on the tape.

NOTE: Enclosure 4 of this letter provides a checklist which you
should use to verify that you have included each item,
including the Transmittal, required for your RDE submission.ystem is the use of an award year
